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5 March 1956 


KEMOHAJfDUK FOB THE RECORD 

SUBJECTt Co— i nni— tiomc System, Fire— U Corporation 


STAT 

STAT 


STAT 


STAT 


STAT 


STAT 

STAT 

STAT 


1. On 2 March 1956 a Project Contract Officer and 


Firevell Corporation, discussed the need of a eomini- 
catioas cyst— i bet— en Project l e ad— ar te re aad the above mentioned 
firm. Contract oecotiationa hare began and correapondeaee bet— en 
the two locations will begin flowing in the inmediate future. 


2 . 


„ instructed to use his boas address as a 

return address on all correspondence forwarded to Project Head- 
quarters and to forward all correspondence to the following P.0, 
box located in Washington, D.C. The boa famished hla was 


3. All nail forwarded to Fire— 11 from Project He adqu a r ters 
will be sent to the following address: 


d, — a given complete instructions on the double 

envelope system of —fling and the proper labeling of the in— r 
envelope for the direction of each —11 to Project Head —arte rs. 

^ tbs p vent tins the majority of correspondence will be between 
and tile Project Contract Officer. 


TMA:aal (5 March 1956) 

1 - SO Sabjsct 

2 - Project Reading 

3 - Project Chrono 
k - SO Reading 


Deputy Project Security Officer 
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